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Please note the polarity of battery 


Thanks for using M50 as showing 


(3) Install and uninstall the batteries 


M50 USER MANUAL 


Product Instructions 


1. Install (or replace) batteries as instruction picture (3). 


[_] dark gray LJ White [_] Beige 2. Press “On/Off” to turn on(off) the machine, the default mode is 
Optional Colors: See— Metronome. Press "Play" button to start or pause the metronome 
through Pink J through Blue sound.The machine will turn off automatically without any operation 
' ) within 3 minutes 
Advantages | 3, Setting Parameters: (1) Press "Select" button to adjust the 
parameters of the selected items in the order of : Tempo —- Beat -- 
* M50 is a professional mini metronome. Value -- Vol., Parameters of the selected item will have flash tips 
; : (2) After the item is selected , press" A V_ “will scroll up or down to 
* Multi-functional, easy to use. determine the desired parameters, long time press to adjust the item. 


4. Under “on” status, press “Play” button to start or pause the 
sound. Long press the button to active TAP function, press this button 
a track. again to operate the TAP function. Switch back to Metronome mode, 
you’ Il use the tempo you just tapped.After active tap function, 
"select" and" & V " function key is invalid. 
* Clip and lanyard hole design, easy to carry and easy to fix. 5. The LED shines brighter in strong beat, less brighter when 
| indicates the weak beat. 

Product description _— / @6€6§=s-. 6,._- Plug in the earphone, the speaker will stop deliver the sound, you 

| | may listen to the metronome sound by earphone. 


Specification: 


@ Rhythm Types: . 4) J I Fl 

@ Tempo: 30 to 280 bpm 

@ Beat Value: 0, 1, 2, 3, 4, 5, 6, 7, 8, 9. 

@ Volume adjustment: maximum volume; medium volume; 
minimum volume; Mute 

@ Accuracy: + 1/1000 

@ Size: 55.8 x 31 x 12.9mm 

@ Power Supply: 3V Cell Battery x 1 piece 

@ Weight: 23g 


* Tap function enables you to test your ideal tempo or tempo of 


* Stereo earphone jack is available. 
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Caution: 


( 1) Do not use alcohol, gasoline and other strong cleaning chemicals to lean 
the LCD screen or body case. 

(2) Do not hit or the body case or screen beside the top. Otherwise it will lead 
to machine failure. 

(3) Do not use or keep at high temperature, heat, humidity place. 

(4) Please make sure the battery is under correct positive and negative side 
before fixing in. 

(5) If un-normal sight show up, pls remove the battery and wait 10 seconds 
to reload. 

(6) Take the battery out if longtime no use. 

(7) Pls change the battery if characters appear dark or stroke incompletely 
shows. Do not throw batteries away as ordinary rubish. 

(8) If the product needs to improve and upgrade, change without prior notice 


(A) Metronome mode (B) TAP mode Accessories in the packaging 


1, Standard accessories: 1 set manual, 1 pc M50 machine, 1pc "2032" 
Button Battery 

2. Optional accessories: 1 pair of stereo earphone and 1 pc lanyard 
(Note: Optional accessories require additional purchase) 


(2 ) Display screen and instruction 
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